stagecoach  Inn  and  St.  Peter's  Church 
Harpers  Ferry,  West  Virginia 

In  the  early  days  of  the  Republic  this  town  was 
a  thriving  transportation  center  -  the  railroad, 
canal  and  stage  lines  served  a  wide  geographic 
region  -  featured  in  the  photo  are  the  Stage- 
coach Inn  on  Shenandoah  Street  and  beautiful 
St.  Peter's  Catholic  Church. 

Photo  by  Kevin  Williams 
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